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NEW 

CONCEPT 

IN 

MICRO-VIEWERS 


The Readex Universal Micro-viewer 
provides the highest quality enlarged 
image from all unitized microforms, 
both opaque and transparent. Mag- 
nification is 23X, featuring an in- 
crease in viewing area of 70% over 
our Model D Reader. A glare-free, 
green-tinted screen permits comfort- 
able viewing for long work periods. 

High quality optics have made low- 
wattage illumination feasible, thus 
eliminating heat filters and cooling 
blowers. The viewer is therefore silent 
and maintenance-free. 

Unitized microforms up to 8" x 9" 
are held between hinged glass plates. 
The carrier assembly glides on a 
Teflon® coated plate which gives the 
operator smooth control over image 
selection at all times. 

The case is molded of Borg-Warner 
Cycolac®, one of the finest and 
strongest of the engineering thermo- 
plastics. It is virtually unbreakable. 
The case will retain its molded-in 
beauty for the life of the viewer. 

The Readex Universal Micro-viewer 
is the only unit available today with 
the versatility to handle all microfiche 
as well as opaque materials such as 
Readex Microprint. 




UNIVERSAL MICRO-VIEWER 
for all unitized microforms 


OPAQUE: MICROPRINT • Microcard • Microlex • etc. 
TRANSPARENT: Microfiche • Aperture Cards • Punch Cards (IBM etc.) • Film Cards 
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SPECIFICATIONS 

SIZE 

UV 4 " wide x 22 %" high x 20 1 4" deep. 
CASE 

Medium green Cycolac® 3 /i t" thick. 

SCREEN 

9 l3 /ii" x 12 3 /s". Light green with non-glare 
surface. 

MAGNIFICATION 

23X. 

LENS 

f/1.6, Focal Length IV 2 ". 

FOCUSING 

Knob control on side. 

ILLUMINATION 

Three 11 volt 12 watt lamps (2 for opaque, 
1 for transparent materials). Easily replaced 
without tools. 

POWER 

115 v, 60 cycle. 
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CARRIER 

Tray Size 8" x 9". Upper Glass !4" 
polished glass. Lower Glass — .085 Corning 
Chemcor® break-resistant chemically hard- 
ened glass. 

IMAGE ROTATION 
360° with stops at 90° 

WEIGHT 

24 pounds. 

SHIPPING WEIGHT 
30 pounds. 

PRICE: $295. F.O.B. Warehouse. 

Attractive trade-in terms are available on 
previous Readex models. 



READEX MICROPRINT CORPORATION • 5 UNION SQUARE, NEW YORK, N.Y. 10003 

Telephone: (Area Code 212) Chelsea 3-3822 




